The Library of Congress’ 
EARLY STATE RECORDS PROJECT 


converted from the original microfilm held by the 
Vincent C. Immel Law Library, Saint Louis University 


through the generous support of a grant from the 


Council on Library and Information Resources 


- EXHIBIT “P.” 


REPORT 


OF THE 


SHEEP SANITARY BOARD 


From December 15, 1901 
To December 1, 4902. 


~ “REPORT. 


Hon. Miguel A. Otero, Governor of the Territory of New Mexico: 
Santa Fe, N. М. 

Smr:—In compliance with your request, we beg leave to 
submit to you report of the Sheep Sanitary Board of New 
Mexico from December 15, 1901, to December 1, 1902. 

| During the past year as in the two previous years the 
Board has had constantly under its direction a corps of about 
forty range and shipping inspectors. All of these inspect- 
ors have been at all times in direct communication with the 
Board and under instructions from it. 

Under date of July 20th, 1901, the Board issued in both 
English and Spanish the following circular order and mailed 
the same to every sheep grower in the Territory: 

IMPORTANT ORDER. 
ALBUQUERQUE, N. M., July, 20, 1901. 
To the Sheep Growers of the Territory of New Mexico: 

You are hereby notified that all sheep which have not been 
dipped since June 1, 1901, must be dipped between now and 
the 1st of November, 1901, using the lime and sulphur form- 
ula, heretofore prescribed by this Board in its rules and re- 
culations, or any standard dip that will cure scab. And in 
the event of any flock still showing scab after having been 
dipped, the dipping must be continued until the scab is 
cured. 

Any sheep owner who fails or neglects to comply with this 
order, and whose sheep have not been dipped by November 
1, 1901, will be subject to a fine of one cent for each and every 
head not so dipped and the respective inspectors for the va- 
rious counties have been ordered to strictly enforce this 
order, and to collect such fines, and have all sheep not so 
dipped as above ordered, dipped at owner’s expense. 

The Board desires to call especial attention to the notice 
received from the. Bureau of Animal industry of the United . 
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States Government, that no sheep will be allowed to leave 
this Territory that have or show any signs of scab, and that 
a corps of inspectors are employed to enforce this order. АП 
growers who fail to take this warning will find they can not 
dispose of their sheep to leave the Territory, and should see 
that their sheep are entirely free from scab or they will be 
unable to make a sale. 
SOLOMON LUNA, 
HARRY F. LEE, - President. 
Secretary. 


Instructions were given to the Board’s corps of inspectors 
to see that this order was carefully followed. There was a 
universal compliance, and during the fall months every flock 
in the Territory was inspected and a report made as to its 
sanitary condition, these reports being now on file in the 
office of the Board. Inspectors’ reports show that all flocks 
were dipped. However, during the late winter, scab devel- 
oped i in certain sections very extensively-and a large num- 
ber of owners dipped their sheep in mid-winter during 
dangerous and inclement weather in their effort to prevent 
the spread of the disease in their flocks. The winter was 
followed by a dry spring and a continuous drouthinnearlyall 
sections until late in the summer. Losses in certain sections 
were very heavy and the lambing light, probably not forty 
per cent throughout the Territory. 

‚ Оп account of drouth, the sheep being in poor condition, 
unable to withstand disease scab continued to spread until 
late summer and early fall. There was but little grass, ех. 
cepting in the higher mountains, small lakes, ponds and 
springs were dry, and frequently where dipping places 
were established there was no water whatever, making it 
impossible for owners to dip their sheep until the rains com- 
menced. | 

_ The Board in the past has been able to have all fiocks dip- 
ped, but finds that scab developes before the winter is over, 
during the inclement months, at which time with the facili- 
ties the growers have, it is dangerous to dip their sheep; and 
that the cause of this is that while all growers dip their 
sheep, a large number do not dip properly. After some cor- 
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respondence with Inspectors of the Bureau of Animal In- 
dustry, the Board has had printed in both English and 
Spanish some six thousand copies of a pamphlet setting 
forth the following instruttious as to preparation and use of 
dips approved by that Bureau: 


‘DIRECTIONS FOR THE PREPARATION AND USE OF SHEEP DIPS. 


The following directions for the preparation and use of the 
lime and sulphur and tobacco and sulphur sheep dips, were 
prepared under the supervision of the’ Bureau of Animal In- 
dustry of the Department of Agriculture of the United 
States; and the Territorial Sheep Sanitary Board of New 
Mexico strongly urges upon the sheep growers of this terri- 
tory that they provide themselves with the necessary facili- 
ties for dipping their own sheep, that they carefully study 
these directions and dip their sheep thoroughly in accord- 
ance therewith. 

SOLOMON Luna, 
President. 
HARRY F. LEE, 
Secretary. 
Albuquerque, N. M., April 10th, 1902. 


DIRECTIONS FOR THE PREPARATION AND USE OF LIME AND 
: SULPHUR SHEEP DIP. 


For each 100 gallonszof dip required use eight pounds of 
fresh unslacked lime, 24 pounds of sulphur and 100 gallons 
of water. "E 

Slake the lime thoroughly, then add the sulphur and boil 
for two hours in one-fifth of the water required for the total 
amount of dip. 

The best method is to slake the lime ina mortar box and mix 


- the sulphur with it, then put the mixture іп a cooking tank, 


after the water is nearly at the boiling point. If no mortar 
box is at hand, the lime can be slaked in a cooking tank, and . 
the water added. In that caseitis best not to add the sulphur 
until the water is nearly to the boiling temperature, as the 
sulphur will settle to the bottom of the tank until the water 
begins to boil. 
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The mixture should be boiled for two hours from the time 
it begins to boil, stirring often. When done boiling, add 
enough water toreplace what has been boiled away, so as to 
have the original one-fifth of water required for the total 
amount of dip. Allow to settle two hours or longer, and draw 
off the clear liquid for use in dipping sheep, but do not use 
the sediment, as the sediment injures the wool. 

If the above directions ‘have been followed, we now have 
the lime and sulphur cooked, in one-fifth of the water re- 
quired for the total amount of dip, ог five times as strong as 
the strength required for dipping sheep, and when we use 
it in the dipping vat, each part of the mixture requires four 
parts of clear water added, or in other words, 100 gallons of 
the mixture and 400 gallons of water mixed together, will be 
of proper strength for dipping. 

An average swim іп a dipping vat, is 88 to 42 inches deep and 
the number of gallons required to fill the vat to the proper 
depth for dipping, should be ascertained before commencing 
to fillit. Todo this, the vat should’ be carefully measured 
and the capacity at different depths, marked on measuring 
rods. (281 cubic inches make one gallon.) The capacity of 
heating tanks, should also be ascertained in the same man- 
ner. 

Fill the dipping vat to the proper depth, with one part of 
the lime and sulphur mixture, or medicine, as it usually 
termed, and four parts of water either hot or cold, or part 
hot and part cold so as to have the proper temperature when 
mixed. If a swim requires 1500 gallons, it would пега 800 
gallons of medicine and 1200 gallons of water to make it. 

After the medicine and water are in the dipping vat, they 
should be well mixed, by stirring lengthwise of the vat, also 
top and bottom. А good implement for stirring or mixing 
top and bottom of the dip ina vat, is a large hoe. Place the 
blade of hoe on bottom of vat, with back against the side and 
pull up with a quick movement. 

After the dip is thoroughly mixed, take the temperature 
at different parts of the vat. See thatitis uniform, and if 
too high or too low, add cold or hot water with the proper 
proportion of medicine, until the right temperature is ob- 
tained, being careful to have all well-mixed. 
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The proper temperature of dip when dipping sheep, is 100 
to 110 F. 'using the higher temperature to start with, as the 
dip gradually conls, when the sheep are going through the 
vat. The temperature should be maintained between 100 
and 110, as near as possible, but should be allowed to go toa 
little below 100. rather than above 110, as 110 should be the 
maximum. 

To ascertain the temperature, use a dairy ТИЯ 
Take some of the dip out the vat in a bucket, апа ‘hold the 
thermometer init to read the temperature. Do not try to 
take the temperature by putting the thermometer in the 
dipping vat, and lifting it up toread. This method is unre- 
liable, as the mercury drops rapidly as soon as the thermo- 
meter is lifted out of the dip. 

If the dipping vat is provided with steam pipes, an even 
temperature can be maintained, and in that case would use 
a temperature of 103 to 105 F. 

The sheep should be put in the dipping vat carefully, avoid 
strangling, abuse, or rough handling of any kind. They 
should be held in the dip until the fleece is well soaked to the 
skin, (B. A. I. regulations, require two minutes.) Freshly 
shorn sheep should be held in the dip the same length of time 
as would be required by sheep with full fleece. 

The sheep should be kept well under the dip except head, 
all the time they are in the vat, being careful to have top of 
shoulders and back part of neck well soaked, as these are 
favorite lodging places for the scab mite. 

Men with dipping forks must be stationed along the vat, to 
prevent sheep from swimming through too soon, and to push 
each sheep under the dip except head, as they swim past them. 
If the sheep swim through the vat too quickly, the men can 
hold them back with the dipping forks. They should be held 
in bunches of three to five; each man holding a bunch the 
necessary length of time, then passing them to the next man, 
pushing them well under the dip as they swim past. Place- 
dipping fork over front part of shoulders, and gently but 
firmly, push the sheep under the dip except head: If prop- 
erly done the sheep will raise its head, so the neck can be, 
well soaked, without danger of strangling by pushing the 
head under. | 
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The head of each sheep should be thoroughly ducked ‘once, 
the best time to do this being, just before they start up the 
incline to go out of vat. 


All sheep that have hard dry scab on them, should be | 


sorted from the flock, and the scabby spots hand-dressed 
with some of the dip, rubbing with a smooth stick so as to 
moisten and soften the scab, but not severe enough to draw 
` blood, as blood will protect the mites from the effect of the 
dip. Allow these sheep to stand 80 to 60 minutes after hand- 
dressing, before putting them into the dipping vat. 

If sheep are affected with scab, a second dipping should be 
given at an interval of 10 or 12 days from the first one, to kill 
the mites hatched from eggs not killed by the first dipping. 
If the sheep are not affected but have only been exposed to 
the disease one dipping will be sufficient. 

The dipping vat should be thoroughly cleaned before using, 
also heating tanks and draining floors, if necessary. The dip- 
ping vat should also be cleaned, whenever the dip becomes 
filthy from continued use. Do not use dip that has stood in 
the dipping vat several days after using. It soon decom- 
poses, losesits strength, and has been known to ‘poison and 
kill sheep. All dip left in the dipping vat from the first dip- 
ping, should be removed and the vat cleaned, before prepar 
ing the dip for the second dipping. 

When sheep start to drown in the Appie vat, it is often 
necessary to pull them out immediately to save them. The 


fleece of a sheep that is struggling or floundering in the vat, _ 
usually absorbs the dip more quickly than when they are 


swimming quietly, butall sheep that are removed from the 
vat before the regular time limit, should be examined to see 
if the fleece is properly soaked. If necessary, they.can be 
taken after they have revived and held in the dip, until the 
work is completed. 

Do not try to use too shallow aswim, as good work cannot 
be done. A swim of 28 to 80 inches deep, is usually as low as 
` can be used and do thorough work. 

The amount of dip required to dip a flock of sheep, is the 
number of gallons they will carry away from the draining 
floors, plus the number of gallons that will be left in low 
swim in the dipping vat when through dipping. 
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As a rule, the dip will penetrate the fleece of a lamb quick- 
er than that of a full grown sheep. For this reason they 
should not be put in the dipping vat together, the grown 
sheep requiring the most time, on account of the gum in the 
fleece: 

Do not have any cross pieces or other obstacles on the dip- 
ping vat, where sheep will strike them and be bruised, as 
they go into the vat. 

Remember itis just as important, to do thorough work 
with the last dozen sheep of a flock, as with the first thou- 
sand. Тһе two essential things, when dipping a:flock of 
sheep, are a reliable dip properly prepared of proper 
strength, and the thorough soaking to the skin of the fleece on 
sheep with the dip. 

The lime and sulphur should be of good quality. “The 
harsh gritty sulphur, that is often used for sheep dips, is of 
inferior quality and should be avoided. 

Select a good weather for dipping. Do not dip too late in 
the afternoon, when the nights are chilly. Do not hold sheep 
off of feed and water, longer than can be avoided. Do not 
have incline of vat so steep, that sheep cannot climb it easily. 
Do not use a temperature above 110 F. or 112 at the highest. 
Handle sheep carefully as possible, and the causes for 
shrinkage in sheep. from dipping, will mostly have been 
avoided. 


DIRECTIONS FOR THE PREPARATION AND USE OF TOBACCO 
AND SULPHUR SHEEP DIPS. 


The concentrated or propietary tobacco dips now approved 
by the Department, are as follows:—Skabcura, Black Leaf 
and Laidlaw’s Tobacco Extract, with 16 pounds of sulphur 
added to each 100 gallons of dip. The tobacco dip may also 
be prepared from leaf tobacco (See B. A. I. Bulletin on 
Sheep Scab, page 81.) 

The proprietary tobacco dips should be diluted in the fol- ` 
lowing proportions: Scabcura, one bottle with 100 gallons 
of water: Black Leaf, one gallon with 49 gallons of water: 
and Laidlaw’s Tobacco Extract, one 14-pound can with 200 
gallons of water. Add 16 pounds flowers of sulphur, to éach 
100 gallons of diluted dip. 
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Tobacco dips should not be heated above 130 F. or a part 
of the nicotine will be lost by volatization. For this reason 


it is best not to put the tobacco extract in heating tanks, if it- 


can be avoided; but the water should be heatedto the proper 
temperature for dipping, and the tobacco extract mixed 
with it in the dipping vat. 

The first thing to determine when about to dip a flock of 
sheep, is the amount ofdip that will be required. This will 
be the number of gallons that the flock is likely to carry 
away from the draining floors, plus the number of gallons 
contained in low swim, that will be left in the dipping vat, 
when through dipping. А swim of 28 to 80 inches deep, is 
usually as low as can be used and do thorough work. 

The dipping vat should be thoroughly cleaned before using, 
also heating tanks and draining floors, if necessary. 

The amount of dip required to fill the dipping vat to pro- 
per depth for dipping, should be ascertained. To do this, 
the vat should be carefully measured and a memoranda 
made, of the capacity in gallons at different depths, (231 
cubic inches make one gallon.) 

An average swim for dipping sheep is 88 to 42 inches deep, 
depending on the size of sheep. The memorandum of the 
capacity of the dipping vat, should show the number of gal- 
lons contained at 42 inches deep, and 88, 84 and 80 inches re- 
spectively. The capacity of the vat between above measure- 
ments can be approximated. The capacity of the heating 
tauks, should also be ascertained in the same manner. 

Having decided on the depth of swim and the number of 
gallons required to make it, the necessary-amount of water 
should be heated to about the maximum dipping tempera- 
ture (110 F.) If the dipping vat is provided ‘with steam pipes 
this can be done in the dipping vat, otherwise it will have to 
be done in the heating tanks. As the heating tanks usually 
have a capacity less than the number of gallons required for 
a swim in the dipping vat, it will be necessary to raise the 
temperature of the water in the heating tanks to a point high 


enough to heat the water in the dipping vat to the desired 


temperature, when mixed with it. 
To ascertain what temperature will be required of the 
water in the heating tank, to raise the temperature to the 
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proper point in the dipping vat, take temperature of the 
water in the heating tank and dipping vat with.a thermo- 
meter, and average with the number of gallons in each. Sup- 
pose the amount of dip required to make a swim is 1200 gal- 
lons. In the dipping vat we have 700 gallons ata tempera- 
ture of 56, and in the heating tanks 500 or more gallons at a 

temperature of 180. 700 gallons at 50 F. plus 500 gallons at 
_ 180 Е. equals 1200 gallons at 107 8-12 Е. 

After the water isin the dipping vat, itshould be thorough- 
іу stirred, both lengthwise of the vatand top and bottom, un- 
til the temperature is uniform. Then take the temperature, 
and if too high or too low, and cold or hot water (noting num- 
ber of gallons thus added) until the desired temperature is 
obtained. | 

The: required quantity of tobacco extracts may now be 
added to the water in the dipping vat. It should previously 
be mixed with four or five times the same volume of waterin . 
а tub, can or barrel, or well stirred, or trouble will be held in 
mixing it with the water in the dipping vat as it does not dis- 
solve readily. | 

The sulphur should have alllumps broken, by passing it 
through a sieve, or placing in a box or barrel and tamping it. 
The sulphur and tobacco should be distributed evenly, the 
entire length of the dipping vat and then stirred, until all is 
evenly mixed. 

Many sheep owners think the sulphur should be dissolved 
with an alkali before using, or it will be of no benefit, but such 
is not the case. The object is to have the sulphur float in the 
dip in suspension and in that way it will enter the fleece .of 
the sheep. As the sulphur will gradually settle to the bot- 
tom, when the dipis not being agitated, it should be thor- 
oughly stirred from the bottom of the dipping vat, just be- 
fore commencing to put in the sheep and the agitation of the 
dip by the sheep, will cause the sulphur to remain in suspen- - 
sion while they are going through the vat. 

A good implement for stirring dip in the bottom of a dip- 
ping vatis а large hoe. Place blade of hoe on the bottom of 
vat with back against the side and pull up with quick move- 
ment. А better implement is made by using a piece of two 
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by six plank, 16 or 20 inches long. Bore a two-inch hole 
through the centre of flat side and put in a hole for handle. — 

The proper temperature for dipping sheep is from 100 to 
110 F. The temperature should be maintained between these 
two points as near as possible, but should be allowed to goa 
littfe below 100, rather than above:120, as 110 should be the 
maximum. 

If the dipping vat is provided with steam pipes so an even “ 
temperature can be maintained, would use a temperature of 
108 to 105 F. 

The sheep should be put in the dipping vat carefully, with 
as little injury or worry as possible and kept well under the 
dip except head, all the time they are in the vat. Men with 
dipping forks must be stationed along the vat to prevent ` 
the sheep from swimming through too soon, and to push each 
sheep under the dip except head, as they swim past them. 
If the sheep swim through the vat too quickly, the men can 
hold them back with dipping forks. They should be held in 
bunches of three to five, each man holding a bunch the neces- 
sary length of time, then passing them to the next man, 
pushing them well under the dip except head, as they swim 
past. 

Sheep should not be allowed to climb on each other while 
in the dipping vat. Ifthey do this they should be pulled 
back with the dipping fork, and all made to swim as low in the 
dip as possible. Special care must be taken that top of should- 
ers and back part of neck are well soaked, as these are 
favorite lodging places for the scab mite. 

The head of each sheep must be immersed once. Once is 
allis necessary and this should be done, just before sheep 
start up the incline out of vat. A reliable man should be 
selected to do this work, as it is important that the head of 
every sheep should be well ducked, before they leave the vat. 
If by chance any sheep leave the vat without head ‘being 
ducked, they should be caught immediately and dip о 
on the head, until itis properly soaked. 

The sheep should be held in the dip until the fleece is well 
soaked to the skin. Freshly shorn sheep should be held in 
the dip the same length of time, as would be required by 
sheep with full fleece. B. A. I. regulations require, that all 
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sheep should be held in the dip for two minutes, but one and 
one halfminutes will probably doas much for awestern sheep, 
with the open fleece they usuaily have, as two minutes will. 
for an eastern sheep, with a greasy gummy fleece. Thiè- 
would seem a proper question for the Inspector, or personin 
charge of the’dipping vat, to decide according to his judg- 
ment, considering the kind of sheep being dipped. Special 
attention must be given to this point, when dipping fine wool- 
en bucks imported from eastern stafes, as some of them re- 
quire more than two minutes, for dip to penetrate the fleece 
properly. 

As a rule, the dip will penetrate the fleece of alamb, quick- 
er than that of a full grown sheep. For this reason they 
should not be put in the dipping vat together, the grown 
sheep require the most time, on account of the gum in the 
fleece. | | 

Careful handling of the sheep should be insisted on. If the 
sheep are handled reughly some of them will start to drown 
in the dipping vat. In that case the men at work are likely 
to turn all their attention to a sheep that is drowning, in or- 
der to saveit, and neglect the balance of sheep in the vat, 
allowing them to go through the dip without being properly 
soaked. The same can be said of too high a temperature. If 
the temperature of the dip is above 110 F. it will cause some 
sheep to faint, and they are liable to drown unless carefully 
handled. A coarse wooled sheep is more sensitive to a high 
temperature, than a fine wooled one and a lamb is more sen- 
sitive, than a fine wooled one and a lamb is more sensitive, 
than a full grown animal. 

When sheep start to drownin the dipping vat, itis often 
necessary to pull them outimmediately tosave them. The 
fleece of a sheep that is floundering or struggling in the vat, 


` usually absorbs the dip more quickly than when they are 


к? 


swimming quietly, but all sheep that are removed from the 
yat before the regular time limit, should be examined to see 
if the fleece is properly soaked. If necessary they can be 
taken after they had revived and held in the dip until the 
work is completed. 

Before commencing the dipping, all sheep that have had 
dry scab on them should be sorted from the flock, and the 
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scabby spots hand-dressed with some of the dip, rubbing with 
smooth stick soas to moisten and soften the scab, but not 


severe enough to draw blood, as the blood will protect ће. 


mites from the effect of the dip. Allow these sheep to stand 
80 to 60 minutes after hand dressing before putting them in 
the dip vat. ` 

When replenishing the dipping vat, observe the same rules 
giving for filling it}with the original swim. If we start with 
a swim of 42 inches deep and run it down to 86 inches before 
replenishing, our memorandum of the capacity of the dipping 
vat will give us the number of gallons needed, to fill from 86 
to 42 inches deep. From this we estimate the amount of to- 
bacco extractand sulphur required,andcanrun water intothe 
dipping vat until the 42-inch mark is reached. Be sure all is 
well mixed, and temperature uniform throughout the vat. 
before starting again to put in the sheep. 

The temperature should be taken at different places in the 
dipping vat, as it often varies. The proper method for tak- 
ing temperature, is to take some of the dip out of the vat in 
a bucket, and hold the thermometer in it to read the tem- 
perature. 

' Tf sheep are affected with scabies, a second dipping should 
be given at an interval of ten or twelve days from the first 
one, to kill the mites hatched from eggs not killed by the first 
dipping. If suitable weather cannot be had for the second 
dipping at the proper interval, it can be postponed а few 
days, but the interval should not exceed twelve days if it can 
be avoided. When a flock of sheep is to be dipped twice, itis 
best to arrange to give the second dipping at an interval of 
ten days, if the weather is suitable for the work. 


Dip that has stood in the dipping vat for several days after 
using is unfit for use, as it soon decomposes and loses its 
strength. All dip left in the dipping vat, from the first dip- 
ping should be removed and the vat cleaned, before prepar- 
ing the dip for the second dipping. The dipping vat should 
also be cleaned wheneverjthe dip becomes filthy from con- 
tinued use. 

Good weather should be selected for dipping if possible. 
When the nights are cold or chilly, dipping late in the day 
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should be avoided, as the sheep should be given time to part- 
ly dry before night. 

The sulphur used should be of good quality. The harsh 
gritty sulpur, thatis often sold for use in making sheep dips, 
is of inferior quality and should be avoided. 

It is necessary that the person supervising the dipping of 
sheep, should have a good thermometer, and а measuring 
rule or tape line, also a spring balance or scales, for weigh- 
ing material used for dip. B. A. Т. officials, are expected to 
provide themselves with a reliable thermometer, and measur- 
ing rule or tape, but the scales should be furnished by owner 
of the sheep. А 

The best thermometer for, use at a dipping vat is a dairy 
thermometer, and the most convenient rule is a carpenter’s 
24-inch folding rule. Two thermometers should be carried, 
‚ as they are liable to be broken. 

No one should ever undertake to supervise the dipping of 
sheep, without a reliable theremometer. To guess at the 
temperature is dangerous, and has resulted in serious injury 
to the flock in-many cases. 

This printed pamphlet was on the 10th di of April of this 
year mailed to each sheep grower throughout the territory 
together with the following circular letter : 

ALBUQUERQUE, N. M., April 10th, 1902. 
To the Sheep Growers of the Territory of New Mexico: 

The government is threatening to quarantine this Terri- 
tory and not allow апу sheep to leave the same on“account of 
the prevalence of the disease of scabies among опг sheep. 
Nothing could work a greater hardship on the sheep grow- 
ers of this Territory than the issuance of such an order. It 
would make it impossible to seli sheep to leave New Mexico 
at апу price whatever. Ifall the sheep that are annually 
dipped in New Mexico were dipped properly the disease of 
scab would soon be eradicated. The chief cause for failure 
in this respect lies in the fact that the growers have not, 
provided themselves with the necessary facilities for dip- 
ping their sheep and do not properly prepare and correctly 
use dips that will kill the scab. 

Enclosed herewith find a copy of directions for the pre- 
paration and use of sheep dips approved by the Govern- 
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ment Bureau of Animal Industry. We strongly urge upon 
the sheep growers of this Territory carefully to study these 
directions, provide themselves with their own dipping vats, . 
and dip their sheep as required therein. A careful compli- 
ance with the directions therein set out will kill the- scab, 
and ifall growers will carefully dip their flocks in accordance 
therewith, the disease will soon disappear from New Mex- 
ico, thus saving the Territory from being placed under 
quarantine. 

This Board has been called to account and severely criti- 
cised by the Government for failure to stamp out the disease 
of scabies from New Mexico, and we now warn the sheep 
growers of this Territory to dip their flocks and see that 
they are clean of scab; otherwise, when making general in-~ 
spection, our inspectors will be instructed, and this Board 
will see that they do, impose heavy fines on the owner of any 
flock of sheep found with scab. 

Very Respectfully, ` _ 
Harry F. LEE, SOLOMON LUNA, 
Secretary. President. 


These instructions have been of great assistance to sheep 
growers, and as soon as they can be educated properly to dip 
their flocks, scab will be eradicated from the Territory. 

The board has had during the past year and especially last 

spring, considerable correspondence with the Bureau of 
_ Animal Industry and its inspectors. Reports from various 
sources, some of them unreliable, made to the Bureau of the 
existence of scab caused a threat of general quarantine of 
the Territory. This has been averted by the vigorous and 
active co-operation of our Board with the Bureau, a co-opera- 
tion which has been of great mutual benefit and immense 
value to the Territory. Both the inspectors of the Bureau 
and our- shipping inspectors have been extremely careful and’ 
even over-cautious, ара 10 can be safely asserted that no 
sheep have left New Mexico during the year, carrying any 
disease with them. 

During the past year at the request of the Board, several 
sheep growers associations have been organized in different 
sections of the Territory, and salaried inspectors have been 
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employed in these districts, the Board paying part of the sal- 
агу and the association the remainder. This mannerof paying 
inspectors has not however been entirely satisfactory to the 
sheep men, the inspector, or the Board, and legislation 
should be passed which would enable the Board to pay the 
full salary of all its inspectors and thus have entirecontrolof ‘ 
them. Efforts however will be continued to get the Sheep 
men to organize in the various sections of the Territory so 
that recommendations as to each section may come from 
them in bodies and not as individuals.- 

As soon as the drouth was broken, in the late summer, a 
vigorous fight against scab was resumed through our ins- 
pectors. All scabby sheep were ordered dipped at least twice 
ten days between dippings and as many more times as was 
necessary to make them clean of scab. The following gen- - 
eral instructions were sent to allinspectors who were not 
continuously employed on salaries: | 

June 14th, 1902. 

DEAR Six: Complaint has been made that the Territorial 
Sanitary Board Inspectors do not keep as careful watch for 
scabby sheep as they should. This opinion should not exist. 
O The Sanitary Board instructs you that when complaint is 
made, or you learn in any manner that any flock or flocks of 
sheep have scab, you will immediately quarantine such flock 
or flocks of sheep, notify the owner that the same have been 
quarantined and that he must аб once have such sheep dip- 
ped twice, ten days between dippings, and until the sameare 
clean of scab. Upon his failure to so dip within ten days 
after such notification, take charge of the sheep, imposea fine 
of one cent per head, notify the Board promptly of action 
taken, employ necessary help and dip the sheep until they 
are clean of scab. Send bills for expenses incurred to the 
Board, with amount of fine imposed, and the same will be 
collected from the owner of the sheep by suit if necessary. 
Hold the sheep in your charge until authorized to release the - 
same by the Board. All fines when collected to be sent to 
the Board to-be credited to the Inspector imposing the same, 
and to be paid to that Inspector at the first meeting of the 
Board after collection is made. 

The Sheep Sanitary Board desires these instructions to be 
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strictly followed, and all our inspectors will be backed up in 
any action they may take under such instructions. Any 
failure on the part of an Inspector to carry out the same will . 
be followed by an immediate request for his resignation. 
What the Sanitary Board desires is that the scab be stamped 
out of this Territory, and we only want inspectors who are 
willing to follow instructions of the Board, quarantine sheep 
when scabby and imposé fines. 

You are also ordered to notify all growers in your district 
that all sheep must be dipped at least once between now and 
the first day of November. This applies to sheep which are 
not scabby. Instructions as to scabby sheep are given 
above. А failure on the part of an owner to comply with this 
order to dip between now and the 1st of November, will be 
followed by an imposition of a fine of one cent per head. 

These instructions to be in force until further orders. 

Yours truly, 
Harry Е. ТЕЕ, _ 
Secretary. 

These instructions were fully carried out, and reports of 
inspectors received up to the end of the period covered by 
this report, show that their respective districts are clean of 
scab. Reports from a number of inspectors have not yet 
been received as they are still occupied in making inspec- 
tions and unable to report before their inspections are com- 
pleted which will be the middle or latter part of December. 

The drouth which prevailed during the spring and summer 
lasted until so late that in many sections the grass did not 
have time to grow and mature and in these sections there is 
but little grass, water 1s very scarce and unless we have 
favorable weather and snow this winter the losses may be 
heavy. 

The market price for lambs early last winter was poor, 
owing to the drouth in Kansas and other western states and 
the conseq uent failure of the corn crop and the high price of 
corn, but before the winter was over good prices prevailed 
ranging as high as three and a half cents per pound and 
netting the grower as high as $2.40 per head. ‘This fall the 
price has been comparatively bad, but the price for wool is 
very good. 
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The number of sheep which left the territory during the 
time covered by this report (all reports from inspectors not 
yet being in) is 386,836. 

The number of sheep brought in during the same period 
(all reports from inspectors not yet being in) is 82,078. 

The estimated number of sheep in the territory immediate- 
ly before lambing last spring, taken from data in the office 
of the board, was 3,200,000. 

Owing to the board having inspectors in every section look- 
ing out for the interests of the sheepmen, there has been but 
little stealing, and weinvite attention to it as one of the bene- 
fits which ought to be highly appreciated. 

A bill has been introduced in congress making it unlawfu 
for states to collect an inspection fee on interstate shipments 
of stock when accompanied by an inspection certificate from 
an inspector of the bureau of animalindustry. Such a law 
if enacted would decrease the income of the sanitary board 
more than one-half, and the board would be unable ‘unless 
provision is made by legislative enactment for increasing the 
inceme for sheep sanitary purposes, to do the same class of 
work as it has in the past. Todo satisfactory work a number 
of range inspectors with reasonable salaries should be em- 
ployed, and legislation should be passed by the coming legis- 
lature by which the sanitary fund may be increased, thus 
enabling the board to employ such salaried range inspectors. 

The receipts and expenditures during the past year areas 
follows: 


RECEIPTS. 
26 sheep Coming 1п................... $ 1,614 30 
102 sheep going опб................... 1,892 65 
31 recording brands................. i 97 00 
„ 28 territory (sheep tax).............. 8,212 28 
29 fines.. Rae A OA ae dts lls, 48 00 
Т Oat агары ыда и рык и 185 73 
88 inspectors рау.................... 117 00 
— $ 7,166 91 
EXPENDITURES. 
ЗА ехрепве ъалаа 002: 89 


PO ПӨ@бёс з зоа на ма ЕУ Ыл 10 00 
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` 88 inspectors рау..................... 8,786 14 
41 айепдатсе........................ 148 50 ni 

42 salarios ате ваа woes wud: 1,220 UU 

MO POM е ЛКК КОЛГЕ oe 99 88 

44 office furniture... s.s.s. ......... 115 15 
—— 8 5,987 51 


Excess of receipts over expenditures, а 

number of inspectors having not yet 
been pard О ЖООК eR es $ 1,229 40 
All of which is respectfully submitted, 

SOLOMON Luna, 
President. 
Harry Е. LEE, 
Secretary. 


